IRON AND STEEL ENGINEER INDEX FOR 1961] 


Herewith is presented the index of all authors and papers 
published in the IRON AND STEEL ENGINEER for the year 1961 


LIST OF AUTHORS 


A 


ADAMS, A. L.—''Automation in a Seamless Tube Mill,"’ August, 1961, Page 
118. 

AGARWAL, DR. J. C. and SCHUERGER, T. R.— "Limitations of Blast Furnace 
Stoves," October, 1961, Page 143. 

AGNEW, N. F.— "Steps Toward Coke Plant Automation,"’ November, 1961, 
Page 107. 

ANTRIM, M. B.—"'The A-C Mill Motor—A New AISE Standard,'’ November, 
1961, Page 83. 


BAILEY, C. A. and McCAA, D. R.—'"'Grease on Tap,’ May, 1961, Page 123° 

BARKER, LAWRENCE S., JR., and JACOBSEN, W. B.—'"'Ceco's Ochiltree 
Works Modern Electric Furnace, Bar and Merchant Mill,’ December, 
1961, Page 141. 

BARTELS, K. D.—"'Installing a Sprung Basic Open Hearth Furnace Roof, 
June, 1961, Page 120. 

BARTHEL, ELMER E.—"'Epoxy Resins Aid Steel Plant Maintenance,’ Sep- 
tember, 1961, Page 129. 

BAUSCHER, J. A.— "Use of Open Coil Process to Change Composition and 
Improve Sheet Steels,” May, 1961, Page 73. 

BEESWY, R. J. and McGAUGHEY, E. R.—"'Inland's New Automatic Slabber,’ 
February, 1961, Page 105. 

BELAN, ROMAN and DENISENKO, IVAN—"Development of USSR Iron and 
Steel Industry—i!,” December, 1961, Page 156. 

BELAN, ROMAN and DENISENKO, IVAN—"'Development of USSR Iron and 
Steel Industry,’ September, 1961, Page 93. 

BERTRAM, J. M.—"Electric Furnaces or Cupola-Basic Oxygen Con- 
verters?’’ December, 1961, Page 137. 

BESSENT, CARL F.—"Techniques in Rebuilding Open Hearth Furnaces, 
September, 1961, Page 133. 

BINNS, JACK—"Super-Lathe for Roll Turning,’ October, 1961, Page 117. 

BISCI, A. and STEPHENS, N. D.—"'Automatic Gage Control on Cold Rolling 
Mills at DOFASCO," February, 1961, Page 93. 

BJERKE, H. C.—"European Experience with the Electrically Heated Soaking 
Pit,’ April, 1961, Page 92. 

BOBLITZ, WILLIAM H. and PETERSON, EDWARD C.—"Retaining Flexibility 
in the Design of Mechanized Merchant Bar Mills,’ July, 1961, Page 67. 

BRADD, A. A.—"Material and Design Defects in Forged Steel Rolls,” 
January, 1961, Page 85. 

BRADDOCK, W. R.—"'Orcarb Electric Furnace Process for the Direct Reduc- 
tion of Iron Ore," April, 1961, Page 123. 

BRANDT, W. E.—"Oxygen Lance Installation and Practice," June, 1961, 

} Page 116. 

BRITTAIN, MARSHALL and FROSTICK, H. G.—"The Blooming Mill Pro- 
grammed," March, 1961, Page 99. 


¢€ 
CARLSON, J. W.— "Blast Furnace Operations,’ May, 1961, Page 108. 


lron and Steel Engineer, December, 1961 


CHAKKO, M. K., LATORRE, JAMES V. and SACHS, DR. GEORGE—"'Roll 
Wear in Finishing Trains of Hot Strip Mills,’ December, 1961, Page 71. 

CRAWFORD, C. C.—"Stretch-Reducing Operations at Colorado Fuel and 
iron's Seamless Tube Mill,’ April, 1961, Page 77. 

CRAWFORD, W. W.—"The Engineering-Purchasing Relationship,” une. 
1961, Page 103. 


D 


D'APPOLONIA, ELIO and FUGASSI, L. A.— "The Influence of Preloading on 
Economy of Foundations at the New Midwest Steel Mill,’ May, 1961, 
Page 111. 

DAVIS, D. O.— "What's New at DOFASCO," April, 1961, Page 126. 

DENISENKO, IVAN and BELAN, ROMAN—"Development of USSR Iron 
and Steel Industry,’ September, 1961, Page 93. 

DENISENKO, IVAN and BELAN, ROMAN—"Development of USSR Iron 
and Steel Industry—ll,” December, 1961, Page 156. 

DENNE, E. C.—"A Standardized Method for Rating Roller Bearing Load- 
Carrying Capacity," September, 1961, Page 204. 

DiVINCENZO. A. P.—"Adjustable-Speed D-C Drives,’ March, 1961, Page 
145. 

DOUGLAS, W. M.—'"'Waste Heat Boiler Applications at Inland Steel Co.,” 
September, 1961, Page 183. 

DUFFY, J. E. and LINDBERG, V. H.—"“Automated Structural Rolling Faci.ities 
at South Works of U. S. Steel,’ November, 1961, Page 87. 


E 


EL-WAZIRI, DR. A. H.—'"'The Transient Temperature Distribution Within 
Slabs Heated in Continuous Furnaces,’ March, 1961, Page 130. 

ENDER, WILLIAM G.—"'Experience with the Oxygen Analyzer-Controller," 
November, 1961, Page 168. 

ENGLISH, ALAN—"'lron Ore Agglomeration—Sintering and Pelletizing,”’ 
March, 1961, Page 113. 

ESS, T. J.—''A Look at Steel in Japan," October, 1961, Page 71. 

ESS, T. J.—"‘Armco at Butler,’ August, 1961, Page A-1. 

ESS, T. J.—"'Granite City Steel Co.,"’ April, 1961, Page G-1. 

ESS, T. J.—'"'Kaiser at Fontana," February, 1961, Page K-1. 

EVANS, J. N. and URSCHEL, V. A.—"Gas-Fired, Radiant Comfort Heating,” 
November, 1961, Page 130. 


F 


FARMER, FRED W. and MORELAND, J. C.—"Natural Gas Injection into the 
Blast Furnace at Lone Star Steel Co.,"’ October, 1961, Page 88. 

FEGELY, H. S.—''Data Accumulation for Metal Processing Lines,’ March, 
1961, Page 140. 

FERNANDEZ, A. and WIBLE, B. R.—''Fundidora de Fierro y Acero de 
Monterrey, Mexico Reports on Their New Combination Merchant Bar 
and Rod Mill,"" March, 1961, Page 89. 

FREY, A. EUGENE—"The Use of Castables in Repairing Blast Furnace 
Linings,’ August, 1961, Page 120. 

FRIEDLANDER, S.—"'Processing Equipment for Stainless Steel Bright An- 
nealing," May, 1961, Page 85. 


261 











FROSTICK, H. G. and BRITTAIN, MARSHALL—"The Blooming Mill Pro- 
grammed," March, 1961, Page 99. 

FUGASSI, L. A. and D'APPOLONIA, ELIO—'"'The Influence of Preloading on 
Economy of Foundations at the New Midwest Steel Mill," May, 1961, 
Page I11. 


G 


GAUDIO, G. M. and MADSEN, I. E.—''Coke and By-Products in 1960," 
December, 1961, Page 161. 

GOLBEY, DONALD A.—"'Applying Clear, Mill Type Pipe Coatings-Methods 
and Problems,’ September, 1961, Page 116. 

GORDON, GEROME—"Conventional Batch Annealing,’ May, 1961, Page 
71. 

GREAVES, DR. M. J.— "Agglomeration of Iron Ores Furthers Automation of 
the Blast Furnace,’ March, 1961, Page 119. 

GROSVENOR, GEORGE—"'Colorado Fuel and Iron's Basic Oxygen Shop,’ 
July, 1961, Page 91. 

GRUVER, MERLE L.—"'Soaking Pit Expansion and Slabbing Mill Installation 
at Kaiser Steel's Fontana Plant,” July 1961, Page 112. 


H 


HAWLEY, ROYAL and JONES, ROGER—"Trends in Rolling Mill Drive 
Design, September, 1961, Page 121. 

HLINKA, J. W., PUHR, F. S. and PASCHKIS, DR. V.—"AISE Manual for 
Thermal Design of Regenerators,"’ August, 1961, Page 59. 

HOGAN, WILLIAM T., S. J.— "The Influence of Capital on Productivity,” 
December, 1961, Page 93. 

HUTCHINSON, PHILIP H.—"Why Straight Cylindrical Bearings in the Steel 
Industry,’ September, 1961, Page 196. 


IRVIN, J. W.—"Solutions to Basic L-D Plant Layout Problems,’ October, 
1961, Page 165. 
ISLEIB, C. R.— "Ductile Iron in Steel Mills,’ February, 1961, Page 83. 


J 


JACKSON, ALBERT—"Oxygen Steelmaking in the Ajax Furnace of the 
Appleby-Frodingham Steel Co.," April, 1961, Page 67. 

JACOBSEN, W. B. and BARKER, LAWRENCE S., JR.—"Ceco's Ochiltree 
Works Modern Electric Furnace, Bar and Merchant Mill,’ December, 
1961, Page 141. 

JONES, R. D. and KURZINSKI, E. F.—"'Oxy-Fuel Processes Increase Steel- 
making Rates,’ February, 1961, Page 67. 

JONES, ROGER and HAWLEY, ROYAL—"Trends in Rolling Mill Drive 
Design,’ September, 1961, Page 121. 


K 


KENYON, ALONZO F.—"Factors Involved in the Selection of Electrical 
Drive Ratings for Metal Rolling Mills," November, 1961, Page 121. 

KENYON, ALONZO F.—" Automatic Gage Control on Reversing Cold Strip 
Mills,’ August, 1961, Page 77. 

KINSEY, C. J.—"Republic Steel Corp.'s 13-Ft Wire Mesh Facilities at 
Gadsden,” April, 1961, Page 133. 

KIRKLAND, R. W.—"Digital Computers for Accounting and Control of 
Continuous Processing,'' April, 1961, Page 138. 

KOLLEK, W. E.—"'Bar and Strip Mill Loopers,’’ October, 1961, Page 125. 

KOPAS, DR. JOSEPH S.—"A Training Program for Key Electrical Main- 
tenance Employees,’ August, 1961, Page 89. 

KRAPF, GEORGE H.—"'Five-Zone Reheat Furnace—South Works,’ No- 
vember, 1961, Page 100. 

KRUMMEL, W. M.—"'Integrated Automation for Steel Plants,’ October, 


1961, Page 157. 

KRUMMEL, W. M.—"Hot Strip Mill Electrical System Design Trends,’ May, 
1961, Page 97. 

KUKA, K. S.-—"Stability of Steel Plant Electrical Systems,"’ October, 1961, 
Page 105. 


KURZINSKI, E. F. and JONES, R. D.—"Oxy-Fuel Processes Increase Steel- 
making Rates,’ February, 1961, Page 61. 


L 

LAIDLAW, J. L. and WALSHAW, J. H.—"Algoma's 46-In. Blooming and 
Plate Mill,” January, 1961, Page 67. 

LATORRE, JAMES V., CHAKKO, M. K. and SACHS, DR. GEORGE—"Roll 
Wear in Finishing Trains of Hot Strip Mills," December, 1961, Page 71. 

LIEBEL, WILLIAM R.—"Some New Design Features on a Rod and Merchant 
Mill,’ August, 1961, Page 104. 

LINDBERG, V. H. and DUFFY, J. E.—"Automated Structural Rolling Facilities 
at South Works of U. S. Steel,"" November, 1961, Page 87. 

LOSS, FRANK J., WEINSTEIN, DR. ALVIN S. and ZOROWSKI, DR. CARL F.— 
“Analytical Investigation of the Cold Rolling of Bar Stock,” May, 1961, 
Page 135. 


Mc 
McCAA, D. R. and BAILEY, C. A.—" Grease on Tap,"’ May, 1961, Page 123. 


262 


McCANDLESS, O. G.—"'Some Concepts of Mill Bearing Lubrication Employ- 
ing Oil, Plastic Grease and Oil Mist,’ September, 1961, Page 171. 

McCLELLAN, H. C.—"'A New Horizon in Management Planning,” April, 1961, 
Page 148. 

McGAUGHEY, E. R. and BEESWY, R. J.—"Inland's New Automatic Slabber, 

February, 1961, Page 105. 


M 


MADSEN, I. E. and GAUDIO, G. M.—"Coke and By-Products in 1960, 
December, 1961, Page 161. 

MADSEN, I. E.—"'Developments in the Iron and Steel Industry During 1960, 
January, 1961, Page 127. 

MANLEY, H. C. and SUTCH, D. A.—"'Electric Furnace or Cupola, Basic 
Oxygen Converter for the Nonintegrated Steel Plant,” July, 1961, 
Page 101. 

MARTHINUSS, G. L.—"D-C Differential Relay,’ November, 1961, Page 164. 

MEISSNER, JOHN F.—"“The Automatic Stockhouse,’ January, 1961, Page 
99. 

MICHALOS, G. P.—"'New Inspection Techniques and Their Effect on the Mill 
Operator," September, 1961, Page 163. 

MILLER, W. E. and SILLS, R. M.—"Automation and Process Control in the 
Soviet Iron and Steel Industry,” June, 1961, Page 78. 

MORAN, R. J. and SNIVELY, H. N.—''New Techniques in Mill Control Gives 
Better Hot Strip," January, 1961, Page 107. 

MORELAND, J. C. and FARMER, FRED W.—"Natural Gas Injection into the 
Blast Furnace at Lone Star Steel Co.,'’ October, 1961, Page 88. 

MOREY, W. A.—"'The Hydroelectric Crane," February, 1961, Page 99. 

MYLTING, L. E.—"Pneumatic and Hydraulic Material Handling Systems in 
the Steel Industry,’ March, 1961, Page 107. 


N 


NELSON, D. C. and VERHEYDEN, V. E.—"'New Concepts in Power-Control 
Rooms for Steel Mill Drive Systems,’ August, 1961, Page 111. 
NELSON, F. D.—"Evaluation of Checker Design,’ October, 1961, Page 133. 


oO 
ORAM, J. E.—"The Automated Blast Furnace—Fact or Fiction?,”’ July, 1961, 
Page 119. 
P 


PARADIS, A. T.—"'Design and Operation of Open Hearth Precipitators with 
Oxygen Lances,” June, 1961, Page 124. 

PASCHKIS, DR. V., HLINKA, J. W. and PUHR, F. S.—"AISE Manual for 
Thermal Design of Regenerators,’’ August, 1961, Page 59. 

PETERSON, EDWARD C. and BOBLITZ, WILLIAM H.—"Retaining Flexibility 
in the Design of Mechanized Merchant Bar Mills,’ July, 1961, Page 67. 

PETRASKE, K. A. and SILLS, R. M.—'Developments in Drive Systems and 
Gage Control for Reversing Cold Mills," November, 1961, Page 151. 

PIKE, DANIEL E. and WILLETT, HOWARD P.—"The Venturi Scrubber for 
Cleaning Oxygen Steel Process Gases,” July, 1961, Page 126. 

PORTEUS, J. H.—'What Maintenance Does the Sinter-Plant Designer Ex- 
pect?,"’ September, 1961, Page 131. 

PRUDEN, W. F.—"'The Story of Atlantic City,’ April, 1961, Page 152. 

PUHR, F. S., PASCHKIS, DR. V. and HLINKA, J. W.—"AISE Manual for 
Thermal Design of Regenerators,"’ August, 1961, Page 59. 


RICKLEY, SAMUEL S. and WILSON, NORMAN A.—"Test Stand Evaluation 
of Oil-Film Roll Neck Bearings," September, 1961, Page 104. 

ROBERTS, J. G.—‘‘Maintenance of Electric Power Equipment,’ February, 
1961, Page 126. 

RODENBERGER, W. J.—"'Lubrication of Republic Steel's 45-In. Slab Mill, 
March, 1961, Page 78. 

ROOT, L. E.— "Life Dispersion of Anti-Friction Bearings,” November, 1961, 
Page 113. 

ROWEN, HAROLD E. and THOMPSON, C. D.—"'Production Aspects of the 
Dwight-Lloyd McWane lronmaking Process,’ June, 1961, Page 90. 

RUBIN, NORBERT C.—"'Analysis of Today's Tube Welding Processes,” April, 
1961, Page 115. 


Ss 


SACHS, DR. GEORGE, LATORRE, JAMES V. and CHAKKO, M. K.—"'Roll 
Wear in Finishing Trains of Hot Strip Mills,’ December, 1961, Page 71. 

SAZAVSKY, J. K.—"Automatic Control Systems for Gas Mixing Stations, 
January, 1961, Page 117. 

SCHUERGER, T. R. and AGARWAL, DR. J. C.— "Limitations of Blast Furnace 
Stoves,’ October, 1961, Page 143. 

SCHWABE, W. E.—'"'Fundamentals of Heat Distribution and Refractory 
Wear in Electric Steel Furnaces,’ December, 1961, Page 104. 
SENIOR, A. GORDON—"New Methods of Mounting Crane Rails on Over- 

head Runways,” July, 1961, Page 132. 
SHATTUCK, A. D.—"Pressurization of Idle Coke Ovens,’ March, 1961, Page 
83. 





Iron and Steel Engineer, December, 1961 









SHIN 
| 
SILLS, 
SILLS 
SMIT 
SNIV 
SOA 
SON 
SOR 
‘sou 
SPR, 
SPR¢ 
STEI 
STEI 
STE' 
STC 
STC 


STR 


TA’ 


TRE 


UR 


UR 








SHINGLEDECKER, C. W.—"Minimizing Pollution from Pickling Lines: Auto- 
matic Control of Strip Pickling Bath Composition,” November, 1961, 
Page 137. 

SILLS, R. M. and MILLER, W. E.—"Automation and Process Control in the 
Soviet Iron and Steel Industry,” June, 1961, Page 78. 

SILLS, R. M. and PETRASKE, K. A.—‘'Developments in Drive Systems and 
Gage Control for Reversing Cold Mills," November, 1961, Page 151. 

SMITH, CHARLES H.—"Heating and Ventilating a Modern Steel Mill 
Building," June, 1961, Page 105. 

SNIVELY, H. N. and MORAN, R. J.—''New Techniques in Mill Control Gives 
Better Hot Strip,’ January, 1961, Page 107. 

SOARES E SILVA, GENERAL EDMUNDO DE MACEDO—"Steel Production 
in Latin American Countries,’ March, 1961, Page 65. 

SONNENFELDT, R. W.—"'Computers for Industrial Control,’ August, 1961, 
Page 96. 

SOROKIN, V. O.— "Design and Operation of Tensiometers,'’ May, 1961, 

> Page 130. 

SOUTHERINGTON, C. W.—"Oil Mist Lubrication on Anti-Friction Backup 
Roll Bearings,’ December, 1961, Page 121. 

SPRAY, W. N.—'"'The Next Step in Steel Plant Data Processing,’ December, 
1961, Page 113. 

SPROWL, JOHN D.—"The Production and Uses of Aluminized Steel,’ 
October, 1961, Page 96. 

STEINHEIDER, WILT H.—"'Cupola Metal Increases Open Hearth Production,’ 
July, 1961, Page 108. 

STEPHENS, N. D. and BISCI, A.—"Automatic Gage Control on Cold Rolling 
Mills at DOFASCO," February, 1961, Page 93. 

STEWART, DONALD, JR.—"'The Power Distribution System of an Integrated 
Steel Plant,’ December, 1961, Page 150. 

STONE, MORRIS D.—'"'The Rolling of Ultra-Thin Tin Plate,"’ June, 1961, Page 

67. 

STOVER, W. L.—''Recent Developments in Rolling Mill Equipment,’ No- 
vember, 1961, Page 158. 

STRAUSS, W.—"Dealing with Fumes from the Open Hearth,” June, 1961, 
Page 98. 

SUTCH, D. A. and MANLEY, H. C.—"Electric Furnace or Cupola, Basic 
Oxygen Converter for the Nonintegrated Steel Plant,’ July, 1961, 


Page 101. 
T 
TAYLOR, H. E.—'"'Elimination of a Coke Plant Relief Holder,’ December, 
1961, Page 97. 


THOMPSON, C. D. and ROWEN, HAROLD E.—"Production Aspects of the 
Dwight-Lloyd McWane Ironmaking Process,” June, 1961, Page 90. 

TRENNER, J. F.—''Safety for Steel Plant Electrical Men,’ September, 1961, 
Page 144. 


U 


URANO, A. S.—''The Application of Rectifiers for Processing and Auxiliary 
Drives,’ September, 1961, Page 177. 

URSCHEL, V. A. and EVANS, J. N.—''Gas-Fired, Radiant Comfort Heating,” 
November, 1961, Page 130. 


Vv 


VARNER, D. E.—''Automatic Gage Control as a Function of Transport 
Distance,’ September, 1961, Page 188. 

VERHEYDEN, V. E. and NELSON, D. C.—"New Concepts in Power-Control 
Rooms for Steel Mill Drive Systems,’ August, 1961, Page 111. 
VOGT, WILLIAM A.—"Open Hearth Improvements for Optimum Results 
Using Oxy-Fuel Burners and Oxygen Lances,”’ June, 1961, Page 87. 
VONADA, E. E.— "Electrochemistry in the Steel Industry,’ December, 1961, 

Page 131. 


Ww 


WALSHAW, J. H. and LAIDLAW, J. L.—"Algoma's 46-In. Blooming and 
Plate Mill,” January, 1961, Page 67. 

WEINSTEIN, DR. ALVIN, S., ZOROWSKI, DR. CARL F. and LOSS, FRANK 
J.—"Analytical Investigation of the Cold Rolling of Bar Stock,’ May, 
1961, Page 135. 

WEINSTEIN, ALVIN S. and ZOROWSKI, CARL F.—"'An Analysis of the 
Stresses and Deformations in Work Rolls,’ April, 1961, Page 99. 
WETTACH, J. PHILIP—'"'The Design of Coolant Systems as Affected by 

Various Cold Rolled Products,’ November, 1961, Page 144. 

WIBLE, B. R. and FERNANDEZ, A.—'Fundidora de Fierro y Acero de 
Monterrey, Mexico Reports on Their New Combination Merchant Bar 
and Rod Mill,’ March, 1961, Page 89. 

WICOFF, J. R.—''Reduction of Maintenance Through Modern Lubricants,’ 
April, 1961, Page 121. 

WILLENBROCK, H. C., JR.—''Refractory Maintenance in Basic Oxygen 
Steelmaking Process,’ March, 1961, Page 75. 

WILLETT, HOWARD P. and PIKE, DANIEL E.—''The Venturi Scrubber for 
Cleaning Oxygen Steel Process Gases," July, 1961, Page 126. 
WILSON, NORMAN A. and RICKLEY, SAMUEL S.—"'Test Stand Evaluation 

of Oil-Film Roll Neck Bearings,’ September, 1961, Page 104. 

WINCHESTER, A. J.—''How to Get and Use Rolling Mill Power Data,” 

July, 1961, Page 92. 


Iron and Steel Engineer, December, 1961 


WOLFE, F. J., JR.—"“Development of a Machine Shop Tool Program,” 
March, 1961, Page 125. 

WOODBURY, F. A.—"'Selecting Electrical Drives for Applications Under 
500 HP," April, 1961, Page 85. 


Y 


YOUNG, JOHN L.—"'Observations of the Steel Industry in India and Japan,” 
January, 1961, Page 61. 


Zz 


ZOLKOWSKI, W. Z.—"Spring-Loaded Rod Checks Blast Furnace Voids, 
November, 1961, Page 162. 

ZOROWSKI, DR. CARL F., LOSS, FRANK J. and WEINSTEIN, DR. ALVIN S.— 
“Analytical Investigation of the Cold Rolling of Bar Stock,’ May, 1961, 
Page 135. 

ZOROWSKI, CARL F. and WEINSTEIN, ALVIN S.—"An Analysis of the 
Stresses and Deformations in Work Rolls,’ April, 1961, Page 99. 


LIST OF SUBJECTS 


A 


“Abstracts of Technical Papers to be Presented at Technical Sessions of 
AISE Annual Convention,’’ September, 1961, Page 151. 

‘Abstracts of Technical Papers to be Presented at AISE Spring Conference 
Program," April, 1961, Page 108. 

“Abstracts of Technical Papers to be Presented at AISE Western Meeting,’ 
February, 1961, Page 76. 

“A-C Mill Motor—A New AISE Standard, The’—By M. B. ANTRIM, No- 
vember, 1961, Page 83. 

"A-C Mill Motor Standards (Tentative), AISE Standard No. 1-A,'’ November, 
1961, Page 79. 

“‘Adjustable-Speed D-C Drives''—By A. P. DiVINCENZO, March, 1961, 
Page 145. 

“AISE Annual Convention, Abstracts of Technical Papers to be presented at 
Technical Sessions of,'’ September, 1961, Page 151. 

“AISE Annual Convention, Pictorial Review,’ October, 1961, Page 162. 

“AISE Annual Convention, Program—1961,'' September, 1961, Page 148. 

“AISE District Section Meeting Notices, Current,’ November, 1961, Page 
120. 


“AISE District Section Meeting Notices, Current,’ October, 1961, Page 104. 


“AISE District Section Meeting Notices, Current,’ April, 1961, Page 120. 
“AISE District Section Meeting Notices, Current,’ March, 1961, Page 88. 
“AISE District Section Meeting Notices, Current,’ February, 1961, Page 82. 
“AISE District Section Meeting Notices, Current,’ January, 1961, Page 180. 
“AISE District Section Summer Meeting Notices,’ May, 1961, Page 105. 


“AISE Manual for Thermal Design of Regenerators''—By J. W. HLINKA, F. S. 


PUHR and DR. V. PASCHKIS, August, 1961, Page 59. 


“AISE National Committees, 1961," January, 1961, Page 83. 
“AISE Officers and Directors, 1961," January, 1961, Page 80. 


“AISE Standard No. 1-A—A-C Mill Motor Standards (Tentative),"’ No- 
vember, 1961, Page 79. 


"AISE Spring Conference, Program,’ March, 1961, Page 97. 
“AISE Spring Conference Program, Abstracts of Technical Papers to be 


Presented at,” April, 1961, Page 108. 

“AISE Western Meeting, Abstracts of Technical Papers to be Presented at,” 
February, 1961, Page 76. 

“AISE Western Meeting, Program," February, 1961, Page 74. 

“AISE Western Meeting, Pictorial Roundup,” April, 1961, Page 146. 

Agglomeration of Iron Ores Furthers Automation of the Blast Furnace’ — 
By DR. M. J. GREAVES, March, 1961, Page 119. 

"Ajax Furnace of the Appleby-Frodingham Steel Co., Oxygen Steelmaking 
in the''—By ALBERT JACKSON, April, 1961, Page 67. 

“Algoma's 46-In. Blooming and Plate Mill'—By J. L. LAIDLAW and J. H. 
WALSHAW, January, 1961, Page 67. 

"Aluminized Steel, The Production and Uses of'’’—By JOHN D. SPROWL, 
October, 1961, Page 96. 

“Analysis of the Stresses and Deformations in Work Rolls, An'"—By CARL 
F. ZOROWSKI and ALVIN S. WEINSTEIN, April, 1961, Page 99. 
"Analysis of Today's Tube Welding Processes''—By NORBERT C. RUBIN, 

April, 1961, Page 115. 

"Analytical Investigation of the Cold Rolling of Bar Stock''—By DR. ALVIN S. 
WEINSTEIN, DR. CARL F. ZOROWSKI and FRANK J. LOSS, May, 1961, 
Page 135. 

“Analyzer-Controller, Experience with the Oxygen,'—By WILLIAM G. 
ENDER, November, 1961, Page 168. 

“Annealing, Conventional Batch,'—By GEROME GORDON, May, 1961, 
Page71. 

“Annealing, Processing Equipment for Stainless Steel Bright''—By S. 
FRIEDLANDER, May, 1961, Page 85. 

"Anti-Friction Backup Roll Bearings, Oil Mist Lubrication on''—By C. W. 
SOUTHERINGTON, December, 1961, Page 121. 

“Appleby-Frodingham Steel Co., Oxygen Steelmaking in the Ajax Furnace 
of the’’—By ALBERT JACKSON, April, 1961, Page 67. 


263 








“Application of Rectifiers for Processing and Auxiliary Drives, The''—By 
A. S. URANO, September, 1961, Page 177. 

“Applying Clear Mill Type Pipe Coatings—Methods and Problems''—By 
DONALD A. GOLBEY, September, 1961, Page 116. 

“Armco at Butler''—By T. J. ESS, August, 1961, Page A-1. 

“Atlantic City, The Story of'—By W. F. PRUDEN, April, 1961, Page 152. 

“Automated Blast Furnace—Fact or Fiction? The''—By J. E. ORAM, July, 
1961, Page 119. 

‘Automated Structural Rolling Facilities at South Works of U. S. Steel""—By 
V. H. LINDBERG and J. E. DUFFY, November, 1961, Page 87. 

“Automatic Control Systems for Gas Mixing Stations''—By J. K. SAZAVSKY, 
January, 1961, Page 117. 

“Automatic Gage Control as a Function of Transport Distance’’—By D. E. 
VARNER, September, 1961, Page 188. 

“Automatic Gage Control on Cold Rolling Mills at DOFASCO"—By N. D. 
STEPHENS and A. BISCI, February, 1961, Page 93. 

“Automatic Gage Control on Reversing Cold Strip Mills'"—By ALFONZO F. 
KENYON, August, 1961, Page 77. 

“Automatic Stockhouse, The'’-—By JOHN F. MEISSNER, January, 1961, Page 
99. 

“Automation and Prccess Control in the Soviet Iron and Steel Industry""—By 
W.E. MILLER and R. M. SILLS, June, 1961, Page 78. 

“Automation for Steel Plants, Integrated""—By W. M. KRUMMEL, October, 


1961, Page 157. 

“Automation in a Seamless Tube Mill''—By A. L. ADAMS, August, 1961, 
Page 118. 

“Automation for the Casting Shop''—By H. HENRY SINASON, May, 1961, 
Page 92. 


“Automation, Steps Toward Coke Plant''—By N. F. AGNEW, November, 
1961, Page 107. 

“Award Won by J. S. Ride, 1960 AISE Papers’"—October, 1961, Page 
164. 


“Bar and Strip Mill Loopers'"—By W. E. KOLLEK, October, 1961, Page 125. 

Bar Mills, Retaining Flexibility to the Design of Mechanized Merchant''—By 
EDWARD C. PETERSON and WILLIAM H. BOBLITZ, July, 1961, Page 
67. 

“Bar Stock, Analytical Investigation of the Cold Rolling of''—By DR. ALVIN 
S. WEINSTEIN, DR. CARL F. ZOROWSKI and FRANK J. LOSS, May, 
1961, Page 135. 

“Bearing Load-Carrying Capacity, A Standardized Method for Rating 
Roller''—By E. C. DENNE, September, 1961, Page 204. 

“Bearing Lubrication Employing Oil, Plastic Grease and Oil Mist, Some 
Concepts of Mill’—By O. G. McCANDLESS, September, 1961, Page 
171. 

“Bearings in the Steel Industry, Why Straight Cylindrical’—By PHILIP H. 
HUTCHINSON, September, 1961, Page 196. 

“Bearings, Life Dispersion of Anti-Friction'"—By L. E. ROOT, November, 
1961, Page 113. 

“Bearings, Oil Mist Lubrication on Anti-Friction Backup Roll'—By C. W. 
SOUTHERINGTON, December, 1961, Page 121. 

“Bearing, Test Stand Evaluation of Oil-Film Roll Neck''—By SAMUEL S. 
RICKLEY and NORMAN A. WILSON, September, 1961, Page 104. 

“Blast Furnace, Agglomeration of Iron Ores Furthers Automation cf the'’— 
By DR. M. J. GREAVES, March, 1961, Page 119. 

“Blast Furnace at Lone Star Steel Co., Natural Gas Injection into the''—By 
FRED W. FARMER and J. C. MORELAND, October, 1961, Page 88. 

“Blast Furnace—Fact or Fiction? The Automated'’—By J. E. ORAM, July, 
1961, Page 119. 

“Blast Furnace Operations''—By J. W. CARLSON, May, 1961, Page 108. 

“Blast Furnace Stoves, Limitations of''—By T. R. SCHUERGER and DR. J. C. 
AGARWAL, October, 1961, Page 143. 

“Blast Furnace Voids, Spring-Loaded Rod Checks''—By W. Z. ZOLKOWSKI, 
November, 1961, Page 162. 

“Blooming and Plate Mill, Algoma's 46-In.""—By J. L. LAIDLAW and J. H. 
WALSHAW, January, 1961, Page 67. 

“Blooming Mill Programmed, The''"—By MARSHALL BRITTAIN and H. G. 
FROSTICK, March, 1961, Page 99. 

“Boiler Applications at Inland Steel Co., Waste Heat'—By W. M. DOUG- 
LAS, September, 1961, Page 183. 

“Butler, Armco at''—By T. J. ESS, August, 1961, Page A-1. 


c 


“Capital on Productivity, The Influence of''"—By WILLIAM T. HOGAN, S. J., 
December, 1961, Page 93. 

“Castables in Repairing Blast Furnace Linings, The Use of''—By A. EUGENE 
FREY, August, 1961, Page 120. 

“Casting Shop, Automation for the,""—By H. HENRY SINASON, May, 1961, 
Page 92. 

“Ceco's Ochiltree Works Modern Electric Furnace, Bar and Merchant 
Mill’'—By W. B. JACOBSEN and LAWRENCE S. BARKER, JR., De- 
cember, 1961, Page 141. 

“Checker Design, Evaluation of''—By F. D. NELSON, October, 1961, 
Page 133. 

“Coatings—Methods and Problems, Applying Clear, Mill Type Pipe''—By 

DONALD A. GOLBEY, September, 1961, Page 116. 


264 








“Coil Process to Change Composition and Improve Sheet Steels, Use o 
Open'’—By J. A. BAUSCHER, May, 1961, Page 73. 

“Coke and By-Products in 1960''—By G. M. GAUDIO and |. E. MADSEN 
December, 1961, Page 161. 

“Coke Ovens, Pressurization of Idle'’—By A. D. SHATTUCK, March, 1961 
Page 83. 

“Coke Plant Automation, Steps Toward''—By N. F. AGNEW, Novembe 
1961, Page 107. 

“Coke Plant Relief Holder, Elimination of A''—By H. E. TAYLOR, Decembe 
1961, Page 97. 

“Cold Mills, Developments in Drive Systems and Gage Control for Re 
versing''—By K. A. PETRASKE and R. M. SILLS, November, 1961, Pag 
151. 

“Cold Rolled Products, The Design of Coolant Systems as Affected b 
Various''—By J. PHILIP WETTACH, November, 1961, Page 144. 
“Cold Rolling of Bar Stock, Analytical Investigation of the''—By DR. ALVI! 
S. WEINSTEIN, DR. CARL F. ZOROWSKI and FRANK J. LOSS, May 

1961, Page 135. 

“Cold Strip Mills, Automatic Gage Control on Reversing'’—By ALONZO F 
KENYON, August, 1961, Page 77. 

“Colorado Fuel and Iron's Basic Oxygen Shop'—By GEORGE GROS 
VENOR, July, 1961, Page 91. 

“Colorado Fuel and Iron’s Seamless Tube Mill, Stretch-Reducing Operation 
at''—By C. C. CRAWFORD, April, 1961, Page 77. 

“Computers for Accounting and Control of Continuous Processing Lines 
Digital''—By R. W. KIRKLAND, April, 1961, Page 138. 

“Computers for Industrial Control’—By R. W. SONNENFELDT, August 
1961, Page 96. 

“Control, Computers for Industrial’’—By R. W. SONNENFELDT, August 
1961, Page 96. 

“Control Gives Better Hot Strip, New Techniques in Mill''—By R. J. MORAN 
and H. N. SNIVELY, January, 1961, Page 107. 

“Control Systems for Gas Mixing Stations, Automatic’ —By J. K. SAZAVSKY, 
January, 1961, Page 117. 

“Convention, Abstracts of Technical Papers to be Presented at Technica 
Sessions of AISE Annual," September, 1961, Page 151. 

“Convention, Pictorial Review—AlSE Annual," October, 1961, Page 162. 

“Convention, Program—1961 AISE Annual,’ August, 1961, Page 107. 

“Conventional Batch Annealing''—By GEROME GORDON, May, 1961, 
Page71. 

“Converter for the Nonintegrated Steel Plant, Electric Furnace or Cupola, 
Basic Oxygen'’—By D. A. SUTCH and H. C. MANLEY, July, 1961, 
Page 101. 

“Converters? Electric Furnaces or Cupola-Basic Oxygen''—By J. M. 
BERTRAM, December, 1961, Page 137. 

“Coolant Systems as Affected by Various Cold Rolled Products, The Design 
of''—By J. PHILIP WETTACH, November, 1961, Page 144. 

“Crane Rails on Overhead Runways, New Methods of Mounting''—By A. 
GORDON SENIOR, July, 1961, Page 132. 

“Crane, The Hydroelectric''—By W. A. MOREY, February, 1961, Page 99. 

“Cupola, Basic Oxygen Converter for the Nonintegrated Steel Plant, 
Electric Furnace or’’—By D. A. SUTCH and H. C. MANLEY, July, 1961, 
Page 101. 

“Cupola-Basic Oxygen Converters? Electric Furnaces or'’—By J. M. 
BERTRAM, December, 1961, Page 137. 

“Cupola Metal Increases Open Hearth Production’—By WILT H. STEIN- 
HEIDER, July, 1961, Page 108. 

“Current AISE District Section Meeting Notices,"" December, 1961, Page 
140. 

“Current AISE District Section Meeting Notices," November, 1961, Page 120. 

“Current AISE District Section Meeting Notices,’ October, 1961, Page 104. 

“Current AISE District Section Meeting Notices,’ September, 1961, Page 213. 

“Current AISE District Section Meeting Notices,’ August, 1961, Page 95. 

“Current AISE District Section Meeting Notices,’ April, 1961, Page 120. 

“Current AISE District Section Meeting Notices,’ March, 1961, Page 88. 

“Current AISE District Section Meeting Notices,’ February, 1961, Page 82. 

"Current AISE District Section Meeting Notices," January, 1961, Page 18). 

"Cylindrical Bearings in the Steel Industry, Why Straight'—By PHILIP H. 
HUTCHINSON, September, 1961, Page 196. 


"Data Accumulation for Metal Processing Lines'"—By H. S. FEGELY, March, 
1961, Page 140. 

“Data Processing, The Next Step in Steel Plant''—By W. N. SPRAY, De- 
cember, 1961, Page 113. 

"D-C Differential Relay'—By G. L. MARTHINUSS, November, 1961, Page 
164. 

"Dealing with Fumes from the Open Hearth''—By W. STRAUSS, June, 1961, 
Page 98. 

"Defects in Forged Steel Rolls, Material and Design’’—By A. A. BRADD, 
January, 1961, Page 85. 

“Design and Operation of Open Hearth Precipitators with Oxygen Lances 
—By A. T. PARADIS, June, 1961, Page 124. 

“Design and Operation of Tensiometers'"—By V. O. SOROKIN, May, 1961, 
Page 130. 

“Design Features on a Rod and Merchant Mill, Some New''—By WILLIAM 
R. LIEBEL, August, 1961, Page 104. 

“Design of Coolant Systems as Affected by Various Cold Rolled Products 

The''—By J. PHILIP WETTACH, November, 1961, Page 144. 


lron and Steel Engineer, December, 196! 








“Distri 
S 
“DOF, 
2 
“DOF 
“Drive 
t 
"Drive 
E 
"Drive 
i 
“Driv 


“Driv 
“Driv 


“Driv 


‘Duc 
“Dwi 


“Elec 


“Ele 


“Ele 
“Ele 
“Ele 
“Ele 
“Ele 
“El 


“El 


“El 
“= 


“Ee 

















Development cf a Machine Shop Tool Program''—By F. J. WOLFE, JR., 
March, 1961, Page 125. 
Development of USSR Iron and Steel Industry''—By IVAN DENISENKO and 
ROMAN BELAN, September, 1961, Page 93. 
Development of USSR Iron and Steel Industry—ll,"” By IVAN DENISENKO 
and ROMAN BELAN, December, 1961, Page 156. 
‘Developments in Drive Systems and Gage Control for Reversing Cold Mills’’ 
—By K. A. PETRASKE and R. M. SILLS, November, 1961, Page 151. 
‘Developments in the Iron and Steel Industry During 1960''—By I. E. 
MADSEN, January, 1960, Page 127. 
‘Digital Computers for Accounting and Control of Continuous Processing 
Lines''"—By R. W. KIRKLAND, April, 1961, Page 138. 
‘Direct Reduction of Iron Ore, Orcarb Electric Furnace Process for the'’—By 
W. R. BRADDOCK, April, 1961, Page 123. 
“Distribution System of an Integrated Steel Plant, The Power''—By DONALD 
STEWART, JR., December, 1961, Page 150. 
“DOFASCO, Automatic Gage Control on Cold Rolling Mills at'"—By N. D. 
STEPHENS and A. BISCI, February, 1961, Page 93. 
“DOFASCO, What's New at''—By D. O. DAVIS, April, 1961, Page 126. 
“Drive Design, Trends in Rolling Mill'—By ROGER JONES and ROYAL 
HAWLEY, September, 1961, Page 121. 
‘Drive Ratings for Metal Rolling Mills, Factors Involved in the Selection of 
Electrical’’—By ALONZO F. KENYON, November, 1961, Page 121. 
“Drive Systems and Gage Control for Reversing Cold Mills, Developments 
in''—By K. A. PETRASKE and R. M. SILLS, November, 1961, Page 151. 
“Drive Systems, New Concepts in Power-Control Rooms for Steel Mill''—By 
V. E. VERHEYDEN and D. C. NELSON, August, 1961, Page 111. 
“Drives, Adjustable-Speed D-C''—By A. P. DiVINCENZO, March, 1961, 
Page 145. 
“Drives for Applications Under 500 HP, Selecting''—By F. A. WOODBURY, 
April, 1961, Page 85. 
“Drives, The Application of Rectifiers for Processing and Auxiliary''—By 
A. S. URANO, September, 1961, Page 177. 
‘Ductile Iron in Steel Mills'"—By C. R. ISLEIB, February, 1961, Page 83. 
“Dwight-Lloyd McWane lronmaking Process, Production Aspects of the’’— 
By HAROLD E. ROWEN and C. D. THOMPSON, June, 1961, Page 90. 


‘Electric Furnace, Bar and Merchant Mill, Ceco's Ochiltree Works Modern” 
—By W. B. JACOBSEN and LAWRENCE S. BARKER, JR., December, 
1961, Page 141. 

“Electric Furnace or Cupola, Basic Oxygen Converter for the Noninte- 
grated Steel Plant''—By D. A. SUTCH and H. C. MANLEY, July, 1961, 
Page 101. 

“Electric Furnace Process for the Direct Reduction of lron Ore, Orcarb'’—By 
W.R. BRADDOCK, April, 1961, Page 123. 

“Electric Furnaces or Cupola-Basic Oxygen Converters?’'—By J. M. 
BERTRAM, December, 1961, Page 137. 

“Electric Power Equipment, Maintenance''—By J. G. ROBERTS, February, 
1961, Page 126. 

“Electric Steel Furnaces, Fundamentals of Heat Distribution and Refractory 
Wear in'’—By W. E. SCHWABE, December, 1961, Page 104. 

“Electrical Drive Ratings for Metal Rolling Mills, Factors Involved in the 
Selection of''—By ALONZO F. KENYON, November, 1961, Page 121. 

“Electrical Maintenance Employees, A Training Program for Key'’—By 
DR. JOSEPH S. KOPAS, August, 1961, Page 89. 

“Electrical Men, Safety for Steel Plant''—By J. F. TRENNER, September, 
1961, Page 144. 

“Electrical System Design Trends, Hot Strip Mill’ —By W.M. KRUMMEL, May, 
1961, Page 97. 

“Electrical Systems, Stability of Steel Plant'—By K. S. KUKA, October, 
1961, Page 105. 

“Electrically Heated Soaking Pit, European Experience with the''—By 
H. C. BJERKE, April, 1961, Page 92. 

“Electrochemistry in the Steel Industry'"—By E. E. VONADA, December, 
1961, Page 131. 

“Elimination of Coke Plant Relief Holder''—By H. E. TAYLOR, December, 
1961, Page 97. 

“Engineering-Purchasing Relationship, The’—By W. W. CRAWFORD, 
June, 1961, Page 103. 

“Epoxy Resins Aid Steel Plant Maintenance’—By ELMER E. BARTHEL, 
September, 1961, Page 129. 

“European Experience with the Electrically Heated Soaking Pit''—By H. C. 
BJERKE, April, 1961, Page 92. 

“Evaluation of Checker Design'’—By F. D. NELSON, October, 1961, Page 
133. 

“Experience with the Oxygen Analyzer-Controller'’—By WILLIAM G. 
ENDER, November, 1961, Page 168. 


F 


“Factors Involved in the Selection of Electrical Drive Ratings for Metal 
Rolling Mills'’—By ALONZO F. KENYON, November, 1961, Page 121. 

“Fairless Works Open Hearth Shop, Symposium on'’—By W. E. BRANDT, 
K. D. BARTELS and A. T. PARADIS, June, 1961, Page 116. 

“Finishing Trains of Hot Strip Mills, Roll Wear in''—By DR. GEORGE 
SACHS, JAMES V. LATORRE and M. K. CHAKKO, December, 1961, 
Page 71. 

“Five-Zone Reheat Furnace—South Works’—By GEORGE H. KRAPF, 

November, 1961, Page 100. 


Iron and Steel Engineer, December, 1961 


“Fontana, Kaiser at'’—By T. J. ESS, February, 1961, Page K-1. 
“Fumes from the Open Hearth, Dealing with—By W. STRAUSS, June, 1961, 





Page 98. 


“Fundamentals of Heat Distribution and Refractory Wear in Electric Steel 


Furnaces'’—By W. E. SCHWABE, December, 1961, Page 104. 


“Fundidora de Fierro y Acero de Monterrey, Mexico Reports on Their New 


Combination Merchant Bar and Rod Mill'—-By A. FERNANDEZ and 
B. R. WIBLE, March, 1961, Page 89. 


“Furnace at Lone Star Steel Co., Natural Gas Injection into the Blast'"—By 


FRED W. FARMER and J. C. MORELAND, October, 1961, Page 88. 


“Furnace, Ceco’ sOchiltree Works Modern Electric, Bar and Merchant Mill" 


—By W. B. JACOBSEN and LAWRENCE S. BARKER, JR., December, 
1961, Page 141. 


“Furnace Linings, The Use of Castables in Repairing Blast''—By A. EUGENE 


FREY, August, 1961, Page 120. 


“Furnace Operations, Blast''—By J. W. CARLSON, May, 1961, Page 108. 
“Furnace—South Works, Five-Zone Reheat'—By GEORGE H. KRAPF, 


November, 1961, Page 100. 


"Furnace Voids, Spring-Loaded Rod Checks Blast''—By W. Z. ZOLKOWSKI, 


November, 1961, Page 162. 


“Furnaces, Fundamentals of Heat Distribution and Refractory Wear in 


Electric Steel’ —By W. E. SCHWABE, December, 1961, Page 104. 
“Furnaces, The Transient Temperature Distribution Within Slabs Heated in 
Continuous Furnaces''—By DR. A. H. EL-WAZIRI, March, 1961, Page 
130. 


G 


“Gadsden, Republic Steel Corp.'s 13-Ft Wire Mesh Facilities at''—By C. J. 
KINSEY, April, 1961, Page 133. 

“Gage Control as a Finction of Transport Distance, Automatic’’—By D. E. 
VARNER, September, 1961, Page 188. 

“Gage Control for Reversing Cold Mills, Developments in Drive Systems 
and''—By K. A. PETRASKE and R. M. SILLS, November, 1961, Page 
151. 

“Gage Control on Cold Rolling Mills at DOFASCO, Automatic’ —By N. D. 
STEPHENS and A. BISCI, February, 1961, Page 93. 

‘Gage Control on Reversing Cold Strip Mills, Automatic’ —By ALONZO F. 
KENYON, August, 1961, Page 77. 

“Gas-Fired, Radiant Comfort Heating’—By J. N. EVANS and V. A. 
URSCHEL, November, 1961, Page 130. 

“Gas Injection into the Blast Furnace at Lone Star Steel Co., Natural''—By 
FRED W. FARMER and J. C. MORELAND, October, 1961, Page 88. 
“Gas Mixing Stations, Automatic Control Systems for''"—By J. K. SAZAVSKY, 

January, 1961, Page 117. 

“Gases, The Venturi Scrubber for Cleaning Oxygen Steel Process''—By 
HOWARD P. WILLETT and DANIEL E. PIKE, July, 1961, Page 126. 

“Granite City Steel Co."—By T. J. ESS, April, 1961, Page G-1. 

“Grease on Tap''—By C. A. BAILEY and D. R. McCAA, May, 1961, Page 
123. 


“Handling Systems in the Steel Industry, Pneumatic and Hydraulic Ma- 
terial’’—By L. E. MYLTING, March, 1961, Page 107. 

“Hearth Furnace Roof, Installing a Sprung Basic Open'’—By K. D. BARTELS, 
June, 1961, Page 120. 

“Heat Distribution and Refractory Wear in Electric Steel Furnaces, Funda- 
mentals of’ '"—By W. E. SCHWABE, December, 1961, Page 104. 

“Heating and Ventilating a Modern Steel Mill Building'—By CHARLES H. 
SMITH, June, 1961, Page 105. 

“Holder, Elimination of a Coke Plant Relief''—By H. E. TAYLOR, December, 
1961, Page 97. 

“Hot Strip Mill Electrical System Design Trends'’—By W. M. KRUMMEL, 
May, 1961, Page 97. 

“How to Get and Use Rolling Mill Power Data''—By A. J. WINCHESTER, 
July, 1961, Page 92. 

“Hydraulic Material Handling Systems in the Steel Industry, Pneumatic and” 
—By L. E. MYLTING, March, 1961, Page 107. 

“Hydroelectric Crane, The’’—By W. A. MOREY, February, 1961, Page 99. 


“India and Japan, Observations of the Steel Industry in''—By JOHN L. 
YOUNG, January, 1961, Page 61. 

“Influence of Capital on Productivity, The''—By WILLIAM T. HOGAN, S. J., 
December, 1961, Page 93. 

“Influence of Preloading on Economy of Foundations at the New Midwest 
Steel Mill, The''—By ELIO D'APPOLONIA and L. A. FUGASSI, May, 
1961, Page 111. 

"Inland Steel Co., Waste Heat Boiler Applications at'—By W. M. 
DOUGLAS, September, 1961, Page 183. 

"Inland's New Automatic Slabber''"—By E. R. McGAUGHEY and R. J 
BEESWY, February, 1961, Page 105. 

“Inspection Techniques and Their Effect on the Mill Operator, New'’—By 
G. P. MICHALOS, September, 1961, Page 163. 

“Installing a Sprung Basic Open Hearth Furnace Roof'’—By K. D. BARTELS, 
June, 1961, Page 120. 

“Integrated Automation for Steel Plants'’—By W. M. KRUMMEL, October, 

1961, Page 157. 





265 
















"Integrated Steel Plant, The Power Distribution System of an""—By DONALD 
STEW ART, JR., December, 1961, Page 150. 

“Iron in Steel Mills, Ductile'"—By C. R. ISLEIB, February, 1961, Page 83. 

“Ironmaking Process, Production Aspects of the Dwight-Lloyd McWane''— 
By HAROLD E. ROWEN and C. D. THOMPSON, June, 1961, Page 90. 

“Iron Ore Agglomeration—Sintering and Pelletizing''—By ALAN ENGLISH, 

March, 1961, Page 113. 


J 


‘Japan, A Look at Steel in''—By T. J. ESS, October, 1961, Page 71. 
‘Japan, Observations of the Steel Industry in India and’—By JOHN L. 
YOUNG, January, 1961, Page 61. 


K 


‘Kaiser at Fontana’’—By T. J. ESS, February, 1961, Page K-1. 
‘Kaiser Steel's Fontana Plant, Soaking Pit Expansion and Slabbing Mill 
Installation at''—By MERLE L. GRUVER, July, 1961, Page 112. 


L 


Lance Installation and Practice, Oxygen''—By W. E. BRANDT, June, 1961, 
Page 116. 
‘Latin American Countries, Steel Production in''—By GENERAL EDMUNDO 
DE MACEDO SOARES E SILVA, March, 1961, Page 65. 
"L-D Plant Layout Problems, Solutions to Basic''—By J. W. IRVIN, October, 
1961, Page 165. 
‘Life Dispersion of Anti-Friction Bearings''—By L. E. ROOT, November, 
1961, Page 113. 
“Limitations of Blast Furnace Stoves''—By T. R. SCHUERGER and DR. J. C. 
AGARWAL, October, 1961, Page 143. 
“Linings, The Use of Castables in Repairing Blast Furnace''"—By A. EUGENE 
FREY, August, 1961, Page 120. 
“Lone Star Steel Co., Natural Gas Injection into the Blast Furnace at'’—By 
FRED W. FARMER and J. C. MORELAND, October, 1961, Page 88. 
“Look at Steel in Japan, A''—By T. J. ESS, October, 1961, Page 71. 
‘Loopers, Bar and Strip Mill'"—By W. E. KOLLEK, October, 1961, Page 125. 
Lubricants, Reduction of Maintenance Through Modern''—By J. R. WICOFF, 
April, 1961, Page 121. 
Lubrication Employing Oil, Plastic Grease and Oil Mist, Some Concepts of 
Mill Bearing''"—By O. G. McCANDLESS, September, 1961, Page 171. 
“Lubrication of Republic Steel's 45-In. Slab Mill''—By W. J. RODENBERGER, 
March, 1961, Page 78. 
“Lubrication on Anti-Friction Backup Roll Bearings, Oil Mist''—By C. W. 
SOUTHERINGTON, December, 1961, Page 121. 


M 


Maintenance Does the Sinter-Plant Designer Expect? What''—By J. H. 
PORTEUS, September, 1961, Page 131. 

‘Maintenance Employees, A Training Program for Key Electrical’’—By DR. 
JOSEPH S. KOPAS, August, 1961, Page 89. 

Maintenance, Epoxy Resins Aid Steel Plant’’—By ELMER E. BARTHEL, 
September, 1961, Page 129. 

“Maintenance in Basic Oxygen Steelmaking Process, Refractory''—By 
H. C. WILLENBROCK, JR., March, 1961, Page 75. 

Maintenance of Electric Power Equipment''—By J. G. ROBERTS, February, 
1961, Page 126. 

“Maintenance Through Modern Lubricants, Reduction of''—By J. R. WICOFF, 
April, 1961, Page 121. 

“Management Planning, A New Horizon in'’—By H. C. McCLELLAN, April, 
1961, Page 1 48. 

“Material and Design Defects in Forged Steel Rolls’'—By A. A. BRADD, 
January, 1961, Page 85. 

“Merchant Bar and Rod Mill, Fundidora de Fierro y Acero de Monterrey, 
Mexico Reports on Their New Combination'’—By A. FERNANDEZ and 
B. R. WIBLE, March, 1961, Page 89. 

Merchant Bar Mills, Retaining Flexibility in the Design of Mechanized’ — 
By EDWARD C. PETERSON and WILLIAM H. BOBLITZ, July, 1961, 
Page 67. 

‘Merchant Mill, Some New Design Features on a Rod and’'—By WILLIAM 
R. LIEBEL, August, 1961, Page 104. 

‘Midwest Steel Mill, The Influence of Preloading on Economy of Foundations 
at the New''—By ELIO D'APPOLONIA and L. A. FUGASSI, May, 1961, 
Page 111. 

“Minimizing Pollution from Pickling Lines: Automatic Control of Strip 
Pickling Bath Composition’—By C. W. SHINGLEDECKER, November, 
1961, Page 137. 

‘Motor—A New AISE Standard, The A-C Mill’ —By M. B. ANTRIM, Novem- 
ber, 1961, Page 83. 


N 


“Natural Gas Injection into the Blast Furnace at Lone Star Steel Co.'"—By 
FRED W. FARMER and J. C. MORELAND, October, 1961, Page 88. 
“New Concepts in Power-Control Rooms for Steel Mill Drive Systems'’—By 

V. E. VERHEYDEN and D. C. NELSON, August, 1961, Page 111. 
“New Horizon in Management Planning, A'—By H. C. McCLELLAN, April, 
1961, Page 148. 


266 





“New Inspection Techniques and Their Effect on the Mill Operator’’—B 
G. P. MiCHALOS, September, 1961, Page 163. 

“New Methods of Mounting Crane Rails on Overhead Runways'’—B 
A. GORDON SENIOR, July, 1961, Page 132. 

“New Techniques in Mill Control Gives Better Hot Strip''"—By R. J. MORAI 
and H. N. SNIVELY, January, 1961, Page 107. 

“Next Step in Steel Plant Data Processing, The''—By W. N. SPRAY 

December, 1961, Page 113. 


oO 


“Observations of the Steel Industry in India and Japan'’—By JOHN | 
YOUNG, January, 1961, Page 61. 

“Ochiltree Works Modern Electric Furnace, Bar and Merchant Mill, Ceco's 
—By W. B. JACOBSEN and LAWRENCE S. BARKER, JR., December 
1961, Page 141. 

“Oil-Film Roll Neck Bearings, Test Stand Evaluation of''—By SAMUEL S$ 
RICKLEY and NORMAN A. WILSON, September, 1961, Page 104. 

“Oil Mist Lubrication on Anti-Friction Backup Roll Bearings'—By C. W 
SOUTHERINGTON, December, 1961, Page 121. 

“Open Coil Process to Change Composition and Improve Sheet Steels, Us¢ 
of''—By J. A. BAUSCHER, May, 1961, Page 73. 

“Open Hearth, Dealing with Fumes from the’ '—By W. STRAUSS, June, 1961 
Page 98. 


“Open Hearth Furnace Roof, Installing a Sprung Basic''—By K. D. BARTELS, 


June, 1961, Page 120. 

“Open Hearth Furnaces, Techniques in Rebuilding’—By CARL F. BESSENT 
September, 1961, Page 133. 

“Open Hearth Improvements for Optimum Results Using Oxy-Fuel Burners 
and Oxygen Lances'"—By WILLIAM A. VOGT, June, 1961, Page 87. 

“Open Hearth Precipitators with Oxygen Lances, Design and Operation 
of''—By A. T. PARADIS, June, 1961, Page 124. 

“Open Hearth Production, Cupola Metal Increases’—By WILT H. STEIN- 
HEIDER, July, 1961, Page 108. 

“Open Hearth Shop, Symposium on Fairless Works'’—By W. E. BRANDT, 
K. D. BARTELS and A. T. PARADIS, June, 1961, Page 116. 

“Orcarb Electric Furnace Process for the Direct Reduction of Iron Ore''—By 
W.R. BRADDOCK, April, 1961, Page 123. 

“Ore, Orcarb Electric Furnace Process for the Direct Reduction of lron''—By 
W.R. BRADDOCK, April, 1961, Page 123. 

“Ores Furthers Automation of the Blast Furnace, Agglomeration of lron'’— 
By DR. M. J. GREAVES, March, 1961, Page 119. 

“Oxy-Fuel Burners and Oxygen Lances, Open Hearth Improvements for 
Optimum Results Using'’'"—By WILLIAM A. VOGT, June, 1961, Page 87. 

“Oxy-Fuel Processes Increase Steelmaking Rates''—By E. F. KURZINSKI and 
R. D. JONES, February, 1961, Page 67. 

“Oxygen Analyzer-Controller, Experience with the’—By WILLIAM G. 
ENDER, November, 1961, Page 168. 

“Oxygen Converter for the Nonintegrated Steel Plant, Electric Furnace or 
Cupola, Basic''—By D. A. SUTCH and H. C. MANLEY, July, 1961 
Page 101. 

“Oxygen Converters? Electric Furnaces or Cupola-Basic''—By J. M., 
BERTRAM, December, 1961, Page 137. 

“Oxygen Lance Installation and Practice''-—By W. E. BRANDT, June, 1961, 
Page 116. 

“Oxygen Lances, Design and Operation of Open Hearth Precipitators 
with''—By A. T. PARADIS, June, 1961, Page 124. 

“Oxygen Lances, Open Hearth Improvements for Optimum Results Using 
Oxy-Fuel Burners and'"—By WILLIAM A. VOGT, June, 1961, Page 87. 

“Oxygen Shop, Colorado Fuel and Iron's Basic’ —By GEORGE GROS- 
VENOR, JULY, 1961, Page 91. 

“Oxygen Steel Process Gases, The Venturi Scrubber for Cleaning''—By 
HOWARD P. WILLETT and DANIEL E. PIKE, July, 1961, Page 126. 

“Oxygen Steelmaking in the Ajax Furnace of the Appleby-Frodingham 
Steel Co.''—By ALBERT JACKSON, April, 1961, Page 67. 

“Oxygen Steelmaking Process, Refractory Maintenance in Basic''—By 
H. C. WILLENBROCK, JR., March, 1961, Page 75. 


P 


"Pelletizing, lron Ore Agglomeration—Sintering and''—By ALAN ENGLISH, 
March, 1961, Page 113. 

“Pickling Lines: Automatic Control of Strip Pickling Bath Composition, 
Minimizing Pollution from'’—By C. W. SHINGLEDECKER, November, 
1961, Page 137. 

Pictorial Review—AlSE Annual Convention,"’ October, 1961, Page 162. 

“Pictorial Roundup—AlSE Spring Meeting,” May, 1961, Page 106. 

“Pictorial Roundup—AlISE Western Meeting,’ April, 1961, Page 146. 

“Pipe Coatings-Methods and Problems, Applying Clear, Mill Type’’'—By 
DONALD A. GOLBEY, September, 1961, Page 116. 

“Plate Mill: Algoma's 46-In. Blooming and''—By J. L. LAIDLAW and J. H. 
WALSHAW, January, 1961, Page 67. 

"Plate, The Rolling of Ultra-Thin Tin’'—By MORRIS D. STONE, June, 1961, 
Page 67. 

“Pneumatic and Hydraulic Material Handling Systems in the Steel Industry 
—By L. E. MYLTING, March, 1961, Page 107. 

“Power-Control Rooms for Steel Mill Drive Systems, New Concepts in'’—By 
V. E. VERHEYDEN and D. C. NELSON, August, 1961, Page 111. 

“Power Data, How to Get and Use Rolling Mill'"—By A. J. WINCHESTER, 

July, 1961, Page 92. 


Iron and Steel Engineer, December, 1961 








‘Power 


ST 


‘Precipi 


Preloa 
Th 
19 
‘Presid 
‘Pressu 


“Radi 
“Rails 
"“Rece 
“Rect 
“Refr 
"Refr 

"Red 
"Reg 


"Relc 


“Ro 


"Ro. 


“Ro 


“Ro 


“Re 


"Re 
"Re 


“Ri 


Ir 












» Ss 
er 


~— 








‘Power Distribution System of an Integrated Steel Plant, The'"—By DONALD 
STEWART, JR., December, 1961, Page 150. 

‘Precipitators with Oxygen Lances, Design and Operation of Open Hearth” 
—By A. T. PARADIS, June, 1961, Page 124. 

Preloading on Economy of Foundations at the New Midwest Steel Mill, 
The Influence of''—By ELIO D'APPOLONIA and L. A. FUGASSI, May, 
1961, Page 111. 

‘President's Message, The,’ January, 1961, Page 78. 

‘Pressurization of Idle Coke Ovens''—By A. D. SHATTUCK, March, 1961, 
Page 83. 

‘Processing Equipment for Stainless Steel Bright Annealing'’’—By S. 
FRIEDLANDER, May, 1961, Page 85. 

‘Processing Lines, Data Accumulation for Metal’—By H. S. FEGELY, 
March, 1961, Page 140. 

‘Production and Uses of Aluminized Steel, The''—By JOHN D. SPROWL, 
October, 1961, Page 96. 

‘Production Aspects of the Dwight-Lloyd McWane Ironmaking Process'’— 
By HAROLD E. ROWEN and C. D. THOMPSON, June, 1961, Page 90. 

‘Productivity, The Influence of Capital On''—By WILLIAM T. HOGAN, S.J., 
December: 1961, Page 93. 

‘Program—1961 AISE Annual Convention,’ September, 1961, Page 148. 

Program—AlSE Spring Conference," March, 1961, Page 97. 
Program—AlSE Western Meeting,’ February, 1961, Page 74. 


“Radiant Comfort Heating, Gas-Fired’'—By J. N. EVANS and V. A. 
URSCHEL, November, 1961, Page 130. 

“Rails on Overhead Runways, New Methods of Mounting Crane’'—By A. 
GORDON SENIOR, July, 1961, Page 132. 

“Recent Developments in Rolling Mill Equipment'’—By W. L. STOVER, 
November, 1961, Page 158. 

"Rectifiers for Processing and Auxiliary Drives, The Application of'’—By 
A. S. URANO, September, 1961, Page 177. 

“Refractory Maintenance in Basic Oxygen Steelmaking Process'’—By 
H. C. WILLENBROCK, JR., March, 1961, Page 75. 

"Refractory Wear in Electric Steel Furnaces, Fundamentals of Heat Dis- 
tribution and''—-By W. E. SCHWABE, December, 1961, Page 104. 
“Reduction of Maintenance Through Modern Lubricants'’—By J. R. WICOFF, 

April, 1961, Page 121. 

Regenerators, AISE Manual for Thermal Design cf''—By J. W. HLINKA, 
F. S. PUHR and DR. V. PASCHKIS, August, 1961, Page 59. 

“Relay, D-C Differential’—By G. L. MARTHINUSS, November, 1961, Page 
164. 

‘Republic Steel Corp.'s 13-Ft Wire Mesh Facilities at Gadsden''—By 
C. J. KINSEY, April, 1961, Page 133. 

“Republic Steel's 45-In. Slab Mill, Lubrication of''—By W. J. RODENBERGER, 
March, 1961, Page 78. 

“Resins Aid Steel Plant Maintenance, Epoxy’—By ELMER E. BARTHEL, 
September, 1961, Page 129. 

"Retaining Flexibility in the Design of Mechanized Merchant Bar Mills''—By 
EDWARD C. PETERSON and WILLIAM H. BOBLITZ, July, 1961, Page 
67. 

“Review of lron Ore Sintering, A’—By J. H. PORTEUS, May, 1961, Page 
144, 

“Rod and Merchant Mill, Some New Design Features on a''—By WILLIAM 
R. LIEBEL, August, 1961, Page 104. 

"Rod Checks Blast Furnace Voids, Spring-Loaded'’—By W. Z. ZOLKOWSKI, 
November, 1961, Page 162. 

“Rod Mill, Fundidora de Fierro y Acero de Monterrey, Mexico Reports on 
Their New Combination Merchant Bar and''—By A. FERNANDEZ and 
B. R. WIBLE, March, 1961, Page 89. 

‘Roll Neck Bearings, Test Stand Evaluation of Oil-Film'—By SAMUEL S. 
RICKLEY and NORMAN A. WILSON, September, 1961, Page 104. 

‘Roll Turning, Super-Lathe for'’—By JACK BINNS, October, 1961, Page 
117. 

“Roll Wear in Finishing Trains of Hot Strip Mills'’—By DR. GEORGE 
SACHS, JAMES V. LATORRE and M. K. CHAKKO, December, 1961, 
Page 71. 

“Roller Bearing Load-Carrying Capacity, A Standardized Method for 
Rating'’—By E. C. DENNE, September, 1961, Page 204. 

“Rolling Facilities at South Works of U. S. Steel, Automated Structural'’—By 
V.H. LINDBERG and J. E. DUFFY, November, 1961, Page 87. 

“Rolling Mill Drive Design, Trends in''—By ROGER JONES and ROYAL 
HAWLEY, September, 1961, Page 121. 

“Rolling Mill Equipment, Recent Developments in'—By W. L. STOVER, 
November, 1961, Page 158. 

“Rolling Mill Power Data, How to Get and Use'’—By A. J. WINCHESTER, 
July, 1961, Page 92. 

“Rolling Mills, Factors Involved in the Selection of Electrical Drive Ratings 
for Metal’’—By ALONZO F. KENYON, November, 1961, Page 121. 

“Rolling of Ultra-Thin Tin Plate, The''—By MORRIS D. STONE, June, 1961, 
Page 67. 

“Rolls, An Analysis of the Stresses and Deformations in Work''—By CARL F. 
ZOROWSKI and ALVIN S. WEINSTEIN, April, 1961, Page 99. 

“Roof, Installing a Sprung Basic Open Hearth Furnace''—By K. D. BARTELS, 
June, 1961, Page 120. 


Iron and Steel Engineer, December, 1961 


“Runways, New Methods of Mounting Crane Rails on Overhead"—By A. 








GORDON SENIOR, July, 1961, Page 132. 


s 


“Safety for Steel Plant Electrical Men'’—By J. F. TRENNER, September, 


1961, Page 144. 


“Seamless Tube Mill, Automation in a''—By A. L. ADAMS, August, 1961, 


Page 118. 


“Selecting Electrical Drives for Applications Under 500 HP''—By F. A. 


WOODBURY, April, 1961, Page 85. 


“Sheet Steels, Use of Open Coil Process to Change Composition and 


Improve'’—By J. A. BAUSCHER, May, 1961, Page 73. 


“Sinter-Plant Designer Expect? What Maintenance Does the''—By J. H. 


PORTEUS, September, 1961, Page 131. 


“Sintering and Pelletizing, lron Ore Agglomeration''—By ALAN ENGLISH, 


March, 1961, Page 113. 


“Slabber, Inland's New Automatic''—By E. R. McGAUGHEY and R. J. 


BEESWY, February, 1961, Page 105. 


“Slab Mill, Lubrication of Republic Steel's 45-In.''—By W. J. RODENBERGER, 


March, 1961, Page 78. 


“Slabbing Mill Installation at Kaiser Steel's Fontana Plant, Soaking Pit 


Expansion and''—By MERLE L. GRUVER, July, 1961, Page 112. 


“Slabs Heated in Continuous Furnaces, The Transient Temperature Distribu- 


tion Within''—By DR. A. H. EL-WAZIRI, March, 1961, Page 130. 


"Soaking Pit Expansion and Slabbing Mill Installation at Kaiser Steel's 


Fontana Plant'’—By MERLE L. GRUVER, July, 1961, Page 112. 


“Solutions to Basic L-D Plant Layout Problems'’’—By J. W. IRVIN, October, 


1961, Page 165. 


“Some Concepts of Mill Bearing Lubrication Employing Oil, Plastic Grease 


and Oil Mist''—By O. G. McCANDLESS, September, 1961, Page 171. 


“Some New Design Features on a Rod and Merchant Mill’’—By WILLIAM 


R. LIEBEL, August, 1961, Page 104. 


“Soviet Iron and Steel Industry, Automation and Process Control in the''—By 


W.E. MILLER and R. M. SILLS, June, 1961, Page 78. 


“Spring-Loaded Rod Checks Blast Furnace Voids''—By W. Z. ZOLKOWSKI, 


November, 1961, Page 162. 


“Stability of Steel Plant Electrical Systems''—By K. S. KUKA, October, 1961, 


Page 105. 


“Stainless Steel Bright Annealing, Processing Equipment for''—By S. 


FRIEDLANDER, May, 1961, Page 85. 


"Standard No. 1-A—A-C Mill Motor Standards (Tentative) AISE,'’ Novem- 


ber, 1961, Page 79. 


“Standardized Method for Rating Roller Bearing Load-Carrying Capacity, 


A''—By E. C. DENNE, September, 1961, Page 204. 


"Steel Plant Data Processing, The Next Step in'’—By W. N. SPRAY, 


December, 1961, Page 113. 


"Steel Production in Latin American Countries'’—By GENERAL EDMUNDO 


DE MACEDO SOARES E SILVA, March, 1961, Page 65. 


“Steps Toward Coke Plant Automation’ —By N. F. AGNEW, November 


1961, Page 107. 


“Stockhouse, The Automatic''—By JOHN F. MEISSNER, January, 1961, 


Page 99. 


"Stcry of Atlantic City, The''—By W. F. PRUDEN, April, 1961, Page 152. 
"“Stcves, Limitations of Blast Furnace''—By T. R. SCHUERGER and DR. J. C. 


AGARWAL, October, 1961, Page 143. 


“Stretch-Reducing Operations at Colorado Fuel and Iron's Seamless Tube 


Mill’ —By C. C. CRAWFORD, April, 1961, Page 77. 


“Strip Mill Electrical System Design Trends, Hot''—By W. M. KRUMMEL, 


May, 1961, Page 97. 


"Strip Mill Loopers, Bar and''—By W. E. KOLLEK, October, 1961, Page 125. 
"Strip Mills, Automatic Gage Control on Reversing Cold''—By ALONZO F. 


KENYON, August, 1961, Page 77. 


“Strip Mills, Roll Wear in Finishing Trains of Hot''—By DR. GEORGE SACHS, 


JAMES V. LATORRE and M. K. CHAKKO, December, 1961, Page 71. 


"Strip, New Techniques in Mill Control Gives Better Hot''—By R. J. MORAN 


and H. N. SNIVELY, January, 1961, Page 107. 


“Super-Lathe for Roll Turning''—By JACK BINNS, October, 1961, Page 117. 
“Symposium on Fairless Works Open Hearth Shop''—By W. E. BRANDT, 


K. D. BARTELS and A. T PARADIS, June, 1961, Page 116. 


T 


“Techniques in Rebuilding Open Hearth Furnaces''—By CARL F. BESSENT, 


September, 1961, Page 133. 


Tensiometers, Design and Operation of''—By V. O. SOROKIN, May, 


1961, Page 130. 


"Test Stand Evaluation of Ojil-Film Roll Neck Bearings'’—By SAMUEL S. 


RICKLEY and NORMAN A. WILSON, September, 1961, Page 104. 


“Transient Temperature Distribution Within Slabs Heated in Continuous 


Furnaces, The''—By DR. A. H. EL- WAZIRI, March, 1961, Page 130. 


Thermal Design of Regenerators, AISE Manual for’—By J. W. HLINKA, 


F. S. PUHR and DR. V. PASCHKIS, August, 1961, Page 59. 


Tin Plate, The Rolling of Ultra-Thin'’—By MORRIS D. STONE, June, 1961, 


Page 67. 


“Tool Program, Development of a Machine Shop''—By F. J. WOLFE, JR., 


March, 1961, Page ! 25. 


“Training Program for Key Electrical Maintenance Employees, A''—By 


DR. JOSEPH S. KOPAS, August, 1961, Page 89. 


267 





“Trends in Rolling Mill Drive Design'’’—By ROGER JONES and ROYAL 
HAWLEY, September, 1961, Page 121. 

“Tube Mill, Automation in a Seamless'’—By A. L. ADAMS, August, 1961, 
Page 118. 

“Tube Mill, Stretch-Reducing Operations af Colorado Fuel and Iron's 
Seamless By C. C. CRAWFORD, Apri!, 1961, Page 77. 

“Tube Welding Processes, Analysis of Today's''—By NORBERT C. RUBIN, 
April, 1961, Page 115. 


U 


U. S. Steel, Automated Structural Rolling Facilities at South Works of''—By 
V. H. LINDBERG and J. E. DUFFY, November, 1961, Page 87. 
“Use of Castables in Repairing Blast Furnace Linings, The'’—By A. EUGENE 
FREY, August, 1961, Page 120. 
Use of Open Coil Process to Change Composition and Improve Sheet 
Steels’ —By J. A. BAUSCHER, May, 1961, Page 73. 
“USSR Iron and Steel Industry, Development of''—By IVAN DENISENKO and 
ROMAN BELAN, September, 1961, Page 93. 
“USSR Iron and Steel Industry —lI—Development of'’—By IVAN DENISENKO 
and ROMAN BELAN, December, 1961, Page 156. 


Vv 


"Ventilating a Modern Steel Mill Building, Heating and''—By CHARLES H. 
SMITH, June, 1961, Page 105. 


“Venturi Scrubber for Cleaning Oxygen Steel Process Gases, The'’—B) 


HOWARD P. WILLETT and DANIEL E. PIKE, July, 1961, Page 126. 


Ww 


“Waste Heat Boiler Applications at Inland Steel Co."—By W. M 


DOUGLAS, September, 1961, Page 183. 


“Welding Processes, Analysis of Today's Tube''"—By NORBERT C. RUBIN 


April, 1961, Page 115. 


“What Maintenance Does the Sinter-Plant Designer Expect?''—By J. H 


PORTEUS, September, 1961, Page 131. 


“What's New at DOFASCO''—By D. O. DAVIS, April, 1961, Page 126. 
“Why Straight Cylindrical Bearings in the Steel Industry''—By PHILIP H 


HUTCHINSON, September, 1961, Page 196. 


“Wire Mesh Facilities at Gadsden, Republic Steel Corp.'s 13-Ft''—By C. J 


KINSEY, April, 1961, Page 133. 


"1960 AISE Papers Award Won by J. S. Ride,"” October, 1961, Page 164 
"1960, Coke and By-Products in,” By G. M. GAUDIO and I. E. MADSEN, 


December, 1961, Page 161. 


"1960, Developments in the Iron and Steel Industry During,” By I. E. 


MADSEN, January, 1961, Page 127. 
“1961 AISE Officers and Directors,” January, 1961, Page 80. 
"1961 AISE National Committees,"’ January, 1961, Page 83. 


Iron and Steel Engineer, December, 1961 








